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INFO OCT-01 EUR-12 ISO-00 EB-08 DOE-15 SOE-02 /040 R 


DRAFTED BY IO/OIC:HBSHISHKIN:GAW 

APPROVED BY IO/OIC:BHBAAS 

EUR/RPE:PLAASE 

EB:RMARTIN 

DOEDOLIVER 

DESIRED DISTRIBUTION 

EUR/RPE, EB, DOE 

129836 211803Z/47 

R210202Z APR78 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 


UNCLAS STATE 101786 


USOECD 


E.O. 11652: N/A 


TAGS: OECD, OCON 

SUBJECT: OECD - STANDING GROUP ON EMERGENCY QUESTIONS, 
INTERNATIONAL ENERGY AGENCY (lEA), PARIS, APRIL 27, 1978 

1. PLEASE ACCREDIT USDEL TO SUBJECT MEETING AS FOLLOWS: 


REPRESENTATIVE 
DAVID R. OLIVER 

DIRECTOR, INDUSTRY OPERATIONS 
OFEICE OF INTERNATIONAL AFFAIRS 
DEPARTMENT OF ENERGY 


2. HEAD OE DELEGATION SHOULD BE REMINDED BEFORE DEPARTURE 
THAT A TELEGRAPHIC SUMMARY REPORT OF CONFERENCE RESULTS 
UNCLASSIFIED 
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IS REQUIRED. CHRISTOPHER 
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Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE101786 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HBSHISHK1N:GAW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780171-0468 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780430/aaaaayvw.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 7908efa9-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN OIC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2889215 
Secure: OPEN 
Status: NATIVE 

Subject: OECD - STANDING GROUP ON EMERGENCY QUESTIONS, INTERNATIONAL ENERGY AGENCY (lEA), PARIS, APRIL 27, 1978 
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